Batch No: /303<{ I 


Dart P/O: 
3C/533 . 


Release Note Attached: 
Yes 
~o 
__ 
N/A __ 
Waybill Attached: 
Yes 
~o 
__ 
Shipment Complete: 
Yes 
_' 
_ 
No __ 
.N/A __¥ 
QC18 Inspection 
I'-J/A _I..L'" / 
Work Order 
/N/A 
_" _ 


Receiving Report 


Date: 
Ito~1)-)~ . 


SUPPlier:~ 


Packing Slip: 
Yes 
J...,No __ 
Invoice: 
Yes 
"7 No 
Receipt: 
Cash -- 
Cr 
~/ 
New Supplier 
Yes 
No __ v 


D"Iscrepancles 


Part Number 
Description 
Quantity 
Quantity 
Quantity 
Quantity 
Quantity 
Comment I NCR 
Ordered 
Rec'd 
Short 
Inspected 
Reiected 
Number 


~ 


Initials of Receiver 
QC12 
VLJ. . 
U\ 


Production/Admin: 
Date 
Received/Costing 
Initial 


Location 


eMSIPurChaSinglapPWVed 
purch'REcREPoRTiie.:: i~ 


CHEMETALL 
CANADA 
LIMITED 
P.O. BOX 46186 
POSTAL STATION 
A 
TORONTO, 
ON M5W 4K9 
CA 


~~ART 


AEROSPACE 


Order 
From: 


Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
Tel: 613 63T9577- 
Fax: 613 632 1053 


VC-CHEOOI 


***PO REPRINT*** 


Purchase Order ID P034533 


Purchase 
Order 
Date 
12/5/2016 
I:24:03 PM 


PO Print 
Date 
12/12/2016 


Page Number 
I of 
1 


Ship To: 
DART AEROSPACE 
LTD 


1270 ABERDEEN 
HA WKESBURY, 
ON K6A 1K7 
CANADA 


Contact 
Name 


Vendor 
Phone 


Ship To Contact 


Ship To Phone 


Ship 
Via 


Ship Acct 


877-311-1471 


Purolator 
ground 
collect 


Buyer 


Customer 
POlO 


Customer 
Tax # 


Terms 


Currency 


FOB 


Chantal 
Lavoie 


.10127-2607 


Net 30 


CAD 


Destination-Collect 


Line 
Reference 


Nbr 
Vendor 
Part 
Number 


Line Comments 


Delivery 
Comments 


71400-40 


Description/ 
Mfg ID 


OKT-2205-H 
GORDOTEST 
INDICATOR 
155 


Req Date/ 
CD 
Taxable 


Promise 
Date 


12/15/2016 


Req. Qty/ 
Unit of 
Measure 


1.00 
/ 


PO Unit Price 


$20.23 


Extended 
Price 


$20.23 


Deliver 
To: 
GARY 


2 
71400-40 


Yes 


12/15/2016 


OAKITEOEOXIOIZER/2/1 
512016 
LNC 
Yes 


12/15/2016 


Each 


1.00 


Each ) 


Line Total: 


$2,219.36 


Line Total: 


PO Total: 


$20.23 


$2,219.36 


$2,219.36 


$2,239.59 


Note: 
Terms & Condition 
ofPurchasing(Suppliers) 
and Procurement 
Quality Clauses are an integral part of our AS9100 
requirements. 
To learn in detail, please visit www.dartaerospace.com 
for further explanation. 


Change 
Nbr: 
2 
Change 
Date: 
12/5/2016 


(Signature 
01 Consignor) 
x 


CHEM1REC 
- 4800) 424-8300 
CONTRAC1W18180 


FOR 
FREIGHT 
COLLECT 
SHIPMENTS: 
If this shipment 
is to be delivered to the cansi 
nee 
without recourse to the consignor, the con igno 
shall sign the following statement; The carri 
rna' 
decline to make delivery of this shipment 
ithol. 
payment of freight and all other lawful charges. 


I 
i 
I 


I 
---I 


rol" 
,il./ 
Ii'ill 
tiI&. 
1019965/12/06/2016 
Order No. I Date 


..--- 
~ ... 


COnSig~p~4rfo~3 


Ship VIA Manitoulin 
1 
EMERGENCY 
CONTACT 
/24 
HOUR 
NUMBER: 


Ft:e~Gna~ 
~ 
PREPA1J) 
::> 


L----sencfl=reight 
BiiiT";' 


K6A lK7 


Consigned 
To: 63341 
DAl~1~AEROSPACE LTD. 
1..2 '70 
ABERDEEN' 
B1."REET 
ElA1il.KESBURY-ONTARIO 
ON 


PACKING 
SLIP 


~ 1 filllllilid 1111 
__~2/Q/2016 
81239417 
Schedule 
Ship Date 
Shipper's'No. 


Fro~l 
~ emetall 
Canada ,LTD 
11.5 
EAST DRIVE 
EIRAMAI.EAON L6T 
lB7 


Carrier Delivery Notes: 


Pes. 
Product Name 
Product Code 
WeIgtltKg. 
Batch No. - Bin No. 
"';" 
.'.' 
~4~ 


:1. 
OIer-2205.-H 
Gardotest 
Indicator: 155 
60 ml/bt1 
0 
6~'13b 
'iV)t:\ 'f 
!~ 
~ 
t 
DeoJ.c:i..d.i 2er 
LIfe 
(55 Gal/208 
Lttre 
Dx' 
3850902 
311 
~';;:~' 
l)7' { ':~>/{; I 


:1 


Description of Articles, Special Marks and Exceptions 


DRUM 
UN3264f 
CORROS1VE 
LIQUID, 
ACIDIC, 
INORGANIC! 
N.O.S.p 
(FERRIC SULFA1.~,NITRJ:C ACID) 
8 f 
II 
..- l'IMFC 
44:1.55 83 


Kg. 


31.1 ' 


AERO ACCT: 
3DS AND CFA REQUIRl!~D 
Q TOTAL PACKAGES 
IF DAMAGE OR DELAYS 
OCCUR, CONTACT: 
TOTAL WEIGHT Q 
3j2 
i 


~SHIPPERSCERTlRCATtON: Thle Is to certify that the aboVe named metllrlals are propMy 
claG11lfned,deocrlbed, peellagtld, 
marked and labeled, .nd 


~1f8in proper condttlon for tranoportatlon 
8CCORfIng to the eppIlcebl8 ragulations 
e:A the TmMpori 
D8ngerooa Goode Oimctomm. ThIS consignment 


till OITeredby ChemlItIIH cal'll.'ld8, l m. 116 Ebt 
Drtve, Bfltmalee. 
Ontario, 
CA • TOIeJlhOntl 
(006) 791.1628, who hll8 eontntct'ed for the ~y 


(:onbIlct 'nformIM28hOWft above 
betWeen the named 0l'IgIn and defltJntItIorI only. 


I 
, 
;) 
12 
(_.)'7 
I ,:> 
PLACARDS 
Cl 
C of A 
(~,:s1iCi:.REQMTS 
OK 
l >Oate._' '-"--.---- 


Material Safety Data Sheet 


Deoxidize,-@LNC 


Version 
1.5 
Revision Date 10/15/2013 


SECTION 
1. PRODUCT 
AND COMPANY 
IDENTIFICATION 


Print Date 12/07/201 


Product name 
MSDS Number 


Company 


Telephone 
Telefax 
MSDS prepared by 
Telephone 
Emergency 
telephone 
no 
Product Use 


Deoxidizer 
lBJ 
LNC 
REL_3850 


Chemetall 
Canada, 
Limited 
115 EAST DRIVE 
BRAMALEA, 
ON L6T 1B7 
9057911628 
9057911527 
Health and Environmental 
Department 
908-464-6900 
CHEMTREC 
- 800-424-9300 
Surface deoxidizer. 


SECTION 
2. HAZARDOUS 
COMPONENTS 
INFORMATION 


Component 
CAS-No. 
Weight 
percent 


FERRIC SULFATE 
10028-22-5 
20.00 - 40,00 


Nitric acid 
7697-37-2 
10.00 - 20,00 


Potassium 
peroxymonosulfate 
10058-23-8 
1.00 - 5.00 


Unidentified 
ingredients 
are considered 
not hazardous 
under Workplace 
Hazardous 
Material 
Information 
System (WHMIS). 


SECTION 
3. HAZARDS 
IDENTIFICATION 


Emergency 
Overview 


Form 
Colour 
Odour 
Hazard Summary 


liquid 
amber 
acrid 
Causes severe burns. Liquid or vapor causes burns which may 
be delayed.Also 
harmful by inhalation and if swallowed. 


Route(s) 
of Entry 
Inhalation 
Skin 
Ingestion 


yes 
yes 
yes 


Carcinogenicity: 


NTP 
No substance 
in this product is listed by NTP as a carcinogen 


IARC 
No substance 
in this product is listed by IARC as a carcinogen. 


N.D. - Not Determined 
1/6 
NA 
- Not Applicable 


Material Safety Data Sheet 


{)eoxidize,JIDLNc 


Version 
1.5 
Revision Date 10/15/2013 


SECTION 
4. FIRST AID MEASURES 


Inhalation 


Skin contact 


Eye contact 


Ingestion 


Prinfbate 
1;~/07/20 1 


If inhaled, remove~o fresh air. If symptoms 
persist, call a 
physician. 
If breathing 
is irregular or stopped, administer 
artificial respiration. 


Wash off immediately 
with plenty of water for at least 15 
minutes. Pay partic~lar attention 
to skin under nails.Take off 
contaminated 
clothing and shoes immediately. First treatmer,,: 
with calcium glucdhatepaste.Get 
medical attention 
immediately 
if irritation develops 
and persists 


Rinse immediately 
with plenty of water for at least 15 
minutes. Keep eye wide open while rinsing.Get medical 
attention immediately 


Rinse mouth.Give 
several glasses of water to drink followed :)y 
milk of magnesia. Never give anything by mouth to an 
unconscious 
person. Get medical attention .imn;ediately 


SECTION 
5. FIREFIGHTING 
MEASURES, 


Flash point 
Note: does not flash 


Lower explosion 
limit 


Upper explosion 
limit 


Auto-ignition 
temperature 


TDG Flammability 
Class 


Suitable extinguishing 
media 


Special protective 
equipment for firefighters 
Further information 


Note: Not applicable. 


Note: Not applicable. 


No information 
available. 


NONE 


Water spray 
Dry.powder 
Foam 
Carbon dioxide (C02) 


In the event of fire, wear self-contained 
breathing apparatus. 


Use water spray to cool unopened 
ccntainers. 
-_._----_ 
.. 
" .-.-' -- 


SECTION 6. ACCIDENTAL 
RELEASE 
MEASURES 


N.D. - Not Determined 
2/6 


'. 
N.A. - Not Applic)ie 


II 


'Print Date 12/07/201 


Keep containers 
dry and tightly closed to avoid moisture 
absorption 
and contamination. 
Store indoors in a cool, well-ventilated 
place 
Keep container 
out of sun and away from heat. 
Keep container 
closed to prevent drying out. 


Unscrew closure slowly. 
Allow all pressure 
to escape through 


threads before removing 
closure 
Add this product to surface of solution slowly to avoid 


spattering 
Do not add large amounts 
of product to solution 
at anyone 


time. 
Use only with adequate 
ventilation. 
Do not breathe mist or vapor. 


-'1 
Never return spills in original containers 
for re-use. 
\J 
) 
/RAGE 


II 
.( 


*'c}~ 
,....-' 
~:r- 
/~ 
Ensure adequa~e ventilation,. 
. 
. 
__~ 
Q~Refer to protective 
measures 
listed ,n sect'ons 
7 and 8. 


Ventilate 
area, 
Neutralize 
with lime milk or soda and flush with plenty of water. 
Clean up with inert absorbant 
material. 
Keep in suitable, 
closed containers 
for disposal. 
Flush with plenty of water. 


Component 
ACGIH 
TLV 
,(TWA) 


FERRIC SULFATE 
1 ppm 
soluble salts as Fe 


Nitric acid. 
" 
5.200000 
mg/m3 


potassium 
peroxymonosulfate 
NONE 


areas and containers 


SECTION 
8. EXPOSURE 
CONTROLS/PERSONAL 
PROTECTION 


Ey~ protection 
Chemical resistant goggles must be worn. 


Face-shield 


Hand protection 


N.D. - Not Determined 


Impervious gloves 
3/6 
N.A. - Not Applicable 


SECTION 
9. PHYSICAL 
AND CHEMICAL 
PROPERTIES 


Material 
Safety Data Sheet 


De'oxJdizefIDLNC 


Version 
1.5 
Revision 
Date 
10/15/2013 


Skin and 
body protection 


Respiratory 
protection 


Hygiene 
measures 


Complete 
suit protecting 
against chemicals 


If the occupational 
exposure 
limits cannot be met, s 
respirator 
equipment 
shall be Worn. 


Avoid contact with skin, eyes and clothing. 
Wear suitable gloves and eye/face 
protection. 
Wear suitable 
protective 
clothing. 


Wash hands before breaks and immediately 
after hand lin 
product. 
Provide adequate 
ventilation. 
Do not inhale fumes. 
Keep away from food and drink. 


SECTION 10. STABILITY 
AND REACTIVITY 


Conditions to avoid 


Materials to avoid 


N.D. - Not Determined 


freezing 


Avoid letting the product become dry. 


Bases 


Warning! Do not use together with other products. May 
release dangerous 
gases (chlorine). 


4/6 
N.A. - Not Applicable 


NA - Not Applicable 


I;- 


I 


r 


j 


(PPlicable 


/ 


Material Safety Data Sheet 


DeoxidizefIDLNC 


Version 
1.5 
Revision Date 10/15/2013 


SECTION 
16. OTHER 
INFORMATION 


Further 
information 


N.D. 


N.D. - Not Determined 


Safety Data Sheet 
according 
to 29CFR1910/1200 
and GHS Rev, 3 
Effective date: 
01.06.2015 


rSECTfoN:)i: .••.. 
lderitifica1:ion)ofth~ )•.~lIbstah;e~Jfiilift1~~'i'i'[d}Ofth~ppiii~r;; 
..' . 
U -,','".-:.'__ 
'e',," ,,;', ..;",-,,~,:";~~,-'.. ,", 
- . 
".'. '. - 
.,: ,.~,'." ,,': : -,-,".""::';"",; '.' _:':.:~'::::""'c"':"-_'-'_'-'-:__--.:;'.S.~- !:~M:::"::~':::::::':~:?'_\;~'::',::::::;::i~,,:~.":::';'. 'C''',.-" 
,.:._<'v':_;",.":,,.,':_".. 
',:_'_.'.,/::,:,':,"~, 
: 


Product name: 
Gardotest 
Indicator 
155, Bromphenol 
Blue 
Manufactur~r/SupplierTrade name: 


Mahufacturer/Supplier 
Article number: OKT-2205-H 


Recommended uses of the product and restrictions on use: Laboratory 


Manufacturer 
Details: 


AquaPhoenix 
Scientific 
9 Barnhart 
Drive, Hanover, 
PA 17331 
(717) 632-1291 


Supplier Details: 


Chemetall 
675 Central Avenue, New Providence, 
NJ07974 (908) 464-6900 
(908) 464-6900 


Emergency telephone number: 


Emergency 
Telephone 
No,: (800) 255-3924 


Classification of the substance or mixture: 


Not classified 
for physical or health hazards under GHS. 


Signal word: None 


Hazard statements: 
None 


Precautionary statements: 
If medical 
advice is needed have product 
container 
or label at hand. 
Keep out of reach of children. 


Read label before use. 


Other Non-GHs Classification: None 


Page 1 of 6 


SECTION 3: 


Ingredients: 


Ingredients: 


CAS 62625-28-9 


CAS 7732-18-5 


Bromophenol 
Blue, Sodium Salt, 


Water 


1% 


99 % 


Percentages 
are by weight 


!,~.~S-f!,9~~~'~,{eIt~t;,[!.~fu~asql~s':;!!' 
Description of first aid measures 


After inhalation: 


Generated by SDSPublisher (patent-pending) 
www.GSMSDS.com. 1-813-435-5161 


Effective date: 
01.06.2015 


Safety Data Sheet 
according to 29CFR1910/1200 
and GHS Rev. 3 


Move exposed 
individual 
to fresh air. Loosen clothing 
as necessary 
and position 
individual 
in a comfortable 


position. 
Seek medical advice 
if discomfort 
or irritation 
persists. 


After skin contact: 


Wash affected 
area with soap and water. Rinse thoroughly. 
Seek medical attention 
if irritation, 
discomfort 
or 


vomiting 
persists. 


After eye contact: 


Protect 
unexposed 
eye. Rinse/flush 
exposed eye(s) gently using water for 15-20 minutes. 
Remove contact 
lens(es) 
if able to do so during rinsing. Seek medical attention 
if irritation 
persists or if concerned. 


After swallowing: 


Rinse mouth thoroughly. 
Do not induce vomiting. 
Have exposed individual 
drink sips of water. Seek medical 
attention 
if irritation, 
discomfort 
or vomiting 
persists. 


Most important symptoms and effects, both acute and delayed: 


Irritation. 
Nausea. He.i3dache. Shortness 
of breath. Dizziness. Vomiting. 


Indication of any immediate medical attention and special treatment 
needed: 


If seeking 
medical 
attention, 
provide 
SDS document 
to physician. 


[s~9m!O~'5:;'.FI;~t~l~t,1[~~)tl~~~,~i~~, 
Extinguishing media 


Suitable extinguishing agents: 


If in laboratory 
setting, 
follow laboratory 
fire suppression 
procedures. 
Use appropriate 
fire suppression 
agents 
for adjacent 
combustible 
materials 
or sources of ignition. 
Dry chemical. 
Foam. Carbon dioxide. 


Unsuitable extinguishing agents: None 


Special hazards arising from the substance or mixture: 


Combustion 
products 
may include carbon oxides or other toxic vapors. 


Advice for firefighters: 


Protective equipment: 


Wear protective 
equipment. 
Use NIOSH-approved 
respiratory 
protection/breathing 
apparatus. 


Additional information (precautions): 


Move product 
containers 
away from fire or keep cool with water spray as a protective 
measure, 
where feasible. 


[~:~e'T'I~N~~~~~cidental 
release;e~'~~[e.~X~'.;'.'.;';.':".:ii:' 
Personal precautions, protective equipment and emergency procedures: 


Wear protective 
equipment. 
Use respiratory 
protective 
device against the effects of fumes/dust/aerosol. 
Ensure 
adequate 
ventilation. 
Keep away from ignition 
sources. Protect from heat. Transfer to a disposal or recovery 
container. 


Environmental precautions: 


Prevent from reaching 
drains, sewer or waterway. 
Collect contaminated 
soil for characterization 
per Section 13. 
Collect spilled liquid for recovery, 
treatment 
or disposal. 


Methods and material for containment and cleaning up: 


If in a laboratory 
setting, 
follow Chemical 
Hygiene Plan procedures. 
Collect liquids using vacuum 
or by use of 
absorbents. 
Place into properly 
labeled containers 
for recovery 
or disposal. If necessary. 
use trained 
response 
staff/contractor. 


Reference to other sections: None 


[~~C:!IO~~LHandling and~torage 
Precautions for safe handling: 


Generated 
by SDSPublisher 
(patent-pending) 
www.GSMSDS.com. 
1-813-435-5161 
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Not determined 


Not determined 


Emergency 
eye wash fountains 
and safety showers should be available 
in 
the immediate 
vicinity 
of use/handling. 
Provide 
exhaust ventilation 
or 
other engineering 
controls to keep the airborne 
concentrations 
of vapor 
or mists below the applicable 
workplace 
exposure 
limits 
(Occupational 
Exposure Limits-OEls) 
indicated 
above. 


Not required 
under normal conditions 
of use. Use suitable 
respiratory 
protective 
device 
when high concentrations 
are present. 
Use suitable 
respiratory 
protective 
device 
when aerosol or mist is formed. 
For spills, 
respiratory 
protection 
may be advisable. 


The glove material 
has to be impermeable 
and resistant 
to the product/ 
the substance/ 
the preparation 
being used/handled. 
Selection 
of the glove 
material 
on consideration 
of the penetration 
times, rates of diffusion 
and 
the degradation. 


Safety glasses with side shields or goggles. 


The usual precautionary 
measures 
are to be adhered to when handling 
chemicals. 
Keep away from food, beverages 
and feed sources. 
Immediately 
remove 
all soiled and contaminated 
clothing. 
Wash hands 
before breaks and at the end of work. Do not inhale 
gases/fumes/dust/mist/vapor/aerosols. 
Avoid contact 
with the eyes and 
skin. 


Safety 
Data 
Sheet 
according 
to 29CFR1910/1200 
and GHS Rev, 3 
Effective 
date: 
01.06.2015 


Control 
parameters: 


Appropriate 
engineering 
controls: 


Respiratory 
protection: 


Protection 
of skin: 


Eye protection: 


General 
hygienic 
measures: 


Generated by SDSPublisher (patent-pending) 
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Prevent 
formation 
of aerosols. 
Follow good hygiene procedureswheh 
handling 
chemical 
materials. 
Do not eat, 
drink, smoke, or use personal 
products 
whe_nhan{jltng chemical substances. 
If in a laboratory 
setting, 
follow 
Chemical 
Hygiene Plan. Use only in well ventilated 
areas. Wash hands before breaks and at the end of work. 
Conditions 
fcn saf~'storage. 
including 
any incompatibilities: 


Store 
in a coo/location. 
Provide ventilation 
for containers. 
Avoid storage 
near extreme 
heat, ignition 
sources 
or 
open flame. Store away from foodstuffs. 
Store away from oxidizing 
agents. Store in cool, dry conditions 
in well 
sealed containers. 
Keep container 
tightly 
closed. Store in secure flammable 
storage area away from Sources 
of 
ignition, 
Protect from freezing 
and physical damage. 


iSEc:nON 8: Exposurec:ontrols/personal 
proteCtio~" 


:SECnON '9: Physical.andcheriJjcalpropehl~s 


A:pp~a'ra.n?e'(j.l~y~t~al';'_: 
D 
k 
d 
I r 
'd '~XPIO$lqi1!II~ltJltW~);:i.'jfNot determined 
~ta.~ej;i:plon:',~',,'C!,~'"ar 
re -purp e 
IqUI 
:~.~p!O,siO'if:,.lif!1it'ji;lPp~t:~ 
X. Not determined 
,'d'~.of:;:'+"':'''!:~',*\ill:;''':<~' 
Odorless 
;v:ap9;iir~~l;u~i!;i. 
Not determined 
,o~()rth~e~h~I~;';"~i'::!:-;~" 
"Not 
determined 
Not determined 
pH~~lil~~.iI-r: 
" Not determined 
Approx 
1 
Mejfing/fr:e~*illg:;P'oinf! '"Approx 0 C 
infinite 
solubility 
aoilingp'e)/nJ:1S;olfln 
Approx 
100C 
rapge:.,y. 
:",,:"-:;'" 


,,/,: ..<".:"::.:'- 
, ci'-, 
, 
-./:) 
'-~~-.. ":_. --/L;~-::j':'-J\;;~>_::);\ 
FlaShpoilJt;{cJ()s.E!,cfC:l,lplj(Not determined 
'>; 
.~" 
-."".},.,-«; 
<:,;":--:,::~:~'>¥.:--:!>-T:"'_:~/; 


Safety Data Sheet 
~ 
according 
to 29CFR1910/1200 
and GHS Rev. 3 


a. Kinematic: 
Not determined 
b. Dynamic: 
Not determined 


Not determined 


Not determined 


Not determined 


Effective 
date: 01.06.2015 


Reactivity: 


Stable under 
normal 
conditions 
of use and storage. 


Chemical stability: 


No decomposition 
if used and stored according to specifications. 


Possible hazardous reactions: None 
Conditions to avoid: 


Store away from oxidizing 
agents, strong acids or bases. Incompatible 
materials. 


Incompatible materials: 


Strong acids. Sodium. Platinum. 
Strong oxidizers. 
Heat. Open flame. Sparks. Strong bases. Potassium dioxide. 


Acetyl 
bromide. 
Acetyl chloride. 
Bromine pentafluoride. 


Hazardous decomposition products: 


Carbon oxides (CO, CO2). 


Acute Toxicity: None 
Chronic Toxicity: No additional 
information. 
Skin corrosion/irritation: 
No additional 
information. 
Serious eye damage/irritation: 
No additional 
information. 
Respiratory or skin sensitization: No additional 
information. 
Carcinogenicity: 


Germ cell mutagenicity: No additional 
information. 
Reproductive Toxicity: No additional 
information. 
STaT-single and repeated exposure: No additional 
information. 
Additional toxicological information: 
No additional 
information. 


Ecotoxicity: No additional 
information. 
Persistence and degradability: 


Readily degradable 
in the environment. 


Bioaccumulative potential: No additional 
information. 
Mobility in soil: No additional 
information. 
Other adverse effects: No additional 
information. 


Waste disposal recommendations: 


Generated by SDSPublisher (patent-pending) 
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It is the responsibility 
of the waste generator 
to properly 
characterize 
all waste materials 
according 
to 
applicable 
regulatory 
entities 
(US 40CFR262.1l). 
- 


Effective date: 
01.06.2015 


Safety 
Data Sheet 
according 
to 29CFR1910/1200 
and GHS Rev. 3 
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US DOT 


UN Number: 
ADR, ADN, DOT, IMDG. lATA 


Limited Quantity Exception: 


Bulk: 
RQ (if applicable): None 
Proper shipping Name: Not regulated. 
Hazard Class: None 
Packing Group: Not regulated. 
Marine Pollutant (if applicable): No 
Comments: None 


\SECTIO~lS: Regulatory information 


United States (USA) 


Not regulated 


None 


Non Bulk: 
RQ (if applicable): None 
Proper shipping Name: Not regulated. 
Hazard Class: None 
Packing Group: Not regulated. 
Marine Pollutant (if applicable): No 
Comments: None 


SARA Section 311/312 (Specific toxic chemical listings): 


None of the ingredients 
are listed. 


SARA Section 313 (Specific toxic chemical listings): 


None of the ingredients 
are listed. 


RCRA (hazardous waste code): 


None of the ingredients 
are listed. 


TSCA (Toxic Substances Control Act) : 


All ingredients 
are listed. 


CERCLA(Comprehensive Environmental Response, Compensation, and Liability Act): 


None of the ingredients 
are listed. 


Proposition 65 (California): 


Chemicals known to cause cancer: 


None of the ingredients 
are listed. 


Chemicals known to cause reproductive toxicity for females: 


None of the ingredients 
are listed. 


Chemicals known to cause reproductive toxicity for males: 


None of the ingredients 
are listed. 


Chemicals known to cause developmental toxicity: 


None of the ingredients 
are listed. 
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Canadian 
Domestic 
Substances 
List (DSL) 
: 


All ingredients 
are listed. 


.;. 
/ 


This product 
has been classified 
in accordance 
with hazard criteria 
of the Controlled 
Products Regulations 
and 
the 'SDS contains 
all the information 
required by the Controlled 
Products Regulations. 
Note. The responsibility 
to 
provide 
a safe workplace 
remains with the user. The user should consider the health hazards and safety 
information 
contained 
herein as a guide and should take those precautions 
required 
in an individual 
operation 
to instruct 
employees 
and develop work practice 
procedures 
for a safe work environment. 
The information 
contained 
herein is, to the best of our knowledge 
and belief, accurate. 
However, 
since the conditions 
of 
handling 
and use are beyond our control, 
we make no guarantee 
of results, and assume no liability 
for damages 
incurred 
by the use of this material. 
It is the responsibility 
of the user to comply with all applicable 
laws and 


regulations 
applicable 
to this material. 


NFPA: 
1-0-0 
HMIS: 1-0-0 
GHS Full Text 
Phrases: 
None 


Abbreviations 
and Acronyms: 


IMDG International 
Maritime 
Code for Dangerous 
Goods. 
GHS Globally Harmonized 
System of Classification 
and Labelling 
of Chemicals. 
ACGIH American 
Conference 
of Governmental 
Industrial 
Hygienists. 
CAS Chemical Abstracts 
Service (division 
of the American 
Chemical 
Society). 
NFPA National 
Fire Protection 
Association 
(USA). 
HMIS Hazardous 
Materials 
Identification 
System (USA). 
WHMIS Workplace 
Hazardous 
Materials 
Information 
System (Canada). 
DNEL Derived 
No-Effect Level (REACH). 
PNEC. Predicted 
No-Effect Concentration 
(REACH). 
CFR Code of Federal Regulations 
(USA). 
SARA Superfund 
Amendments 
and Reauthorization 
Act (USA). 
RCRA. Resource Conservation 
and Recovery Act (USA). 
TSCA. Toxic Substances 
Control Act (USA). 
NPRI National 
Pollutant 
Release Inventory 
(Canada). 
DOT US Department 
of Transportation. 
lATA International 
Air Transport 
Association. 
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